Schaltschema_p410V/H410V _p 1010 V/H 1010 V Wiring Diagram 


Buchse mit Ruhestromkontokt für Zwergstecker 
Socket with closed circuit contact for miniature plug 
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Buchse für Zwergsiecker 
Socket for miniature plug 
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DIN-Lautsprecherbuchse (Blick von vorn, 
B 250 C 85 DIN-Socket for loudspeaker (front view) 


EN Buchse mit Ruhestromkontokt für Zwergstecker_{ Blick von vorn) 











Socket with closed circuit contact for miniature plug (front view) 


Spannungen gemessen mit Röhrenvoltmeter (RIZ5MQ) 

Ströme z " Multavi ll (333 Q/V) 
7V/03A s Voltages measured with valve voltmeter (RIZ5MR) 

Currents ” “  Multavi l! (333 Q/V) 
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